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ministry of power 

ORDER 

New Delhi, the 27th January, 2009 
S.0. 356(E).—^Whereas Jaypee Power Grid Limited, 
the licensee, with its corporate office at JA House, 63, 
Basant Lok, Vasant Vihar, New Delhi 110067, being a 
licensee for Inter-State transmission of electricity havmg a 
license under the Electricity Act, 2003 for the States of 
Himachal Pradesh and Haryana; has applied for approval 
of the Government of India, Ministry of Power, 

And whereas on 1 7-7-2007vic/e letter No. 11/16/2003- 
PG, the Government of India, Ministry of Power, had granted 
to the Licensee approval under section 68 of the Electricity 
Act, 2003 for the following Inter-State Transmission Lines, 

namely 

(i) LILO of 400 kV D/C Baspa - Nathpa Jhakri 
Transmission line at Wangtoo; and 

(ii) 400 kV D/C Karcham-Wangtoo-Abdullapur 
Transmission line (Quad conductor). 

(iii) Sub-station works of 400/200 kV Sub-station 
(Extension) (PGCIL/CTU) at Abdullapur. 

of approximately 216 Km. passing through agriculture lands 
of various villages, crossing over the National and State 
Highways, Railway Lines, Local Authority Area etc.; 

And whereas the licensee has now requested to 
confer upon him all the powers under section 164 of the 
Electricity Act, 2003 which telegraph authority possess 
under the Indian Telegraph Act, 1885 with respect to the 
placing of telegraph lines and posts for the purposes of a 
telegraph established or maintained, by the Government or 
to be so established or maintained. 

Now, therefore, after careful consideration, 
Govemmerit of India, Ministry of Power, confers, under 


section 164 of the Electricity Act, 2003, all the powers on 
the Licensee which telegraph authority possesses under 
the Indian Telegraph Act, 1885 with respect to the placing 
of telegraph lines and posts for the purposes of a telegraph 
established or maintained, by the Government or to be so 
established or maintained subject to following terms and 
conditions for installing the above mentioned inter-State 
transmission lines for inier-State transmission of electricity, 
namely:— 

(i) the approval is granted for 25 years; 

(ii) the Licensee shall have to seek the consent of 
the concerned authorities i.e. local bodies. 
Railways, National Highways, State Highways 
etc. Before erection of proposed lines; 

(iii) Licensee shall have to follow regulations/ codes 
of the appropriate commission regarding 
transmission, O & M, open access etc., 

(iv) the Licensee shall use these lines for evacuation 
of power from generating station at Karchara 
Wangtoo to the Abdullapur 400 kV D/C 
Transmission line for inter-State transmission 
of electricity in its licensed area only; 

(v) the Licensee shall operate the lines after 
approval of Chief Electrical Inspector of 
respective States; 

(vi) the approval is subject to compliance by the 
Licensee to the requirement of the provisions 
of the Electricity Act, 2003 and the Rules made 
thereunder. 

[F.No.ll/4/2007-PG] 
LOKESH CHANDRA, Director 
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